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3M COMPANY 

VET SVCS DEPT, 3M CENTER / 270-2A-08 
ST PAUL, MN 55144 1000 


Customer ID: 561 
Certificate: 41 -R-OOOe 

Site: 001 

3M-LABORATORY ANIMAL 

. RESEARCH 
Inspection 

Type: ROUTINE INSPECTION 
Date: JAN-30-2006 


Last Inspection; 23 June 2005 
No noncompiiances identified on this inspection. 
End of report. 
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